Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 LIMA 04698 I02320Z 

63 

ACTION FBOE-00 

INFO OCT-OI ARA-IO ISO-00 A-OI ST-OI /0I3 W 

123057 

R 102237Z JUN 75 
FM AMEMBASSY LIMA 
TO ATLANTIC ENGINE POWER 
6455 WASHINGTON BLVD 
BALTIMORE, MARYLAND 21227 
INFO SECSTATE WASHDC 5459 
USDA BALTIMORE 

UNCLAS LIMA 4698 

EO 1 1652: NA 
TAGS: ABLD 

SUBJ: EMERGENCY GENERATOR EOR ER PROPERTY 02136 

REE: STATE 13 1694 

1 . AMERICAN EMBASSY LIMA, PERU, IS IN URGENT NEED OF A 50 KW, 
120/208 VOLT, 60 HERTZ, EMERGENCY GENERATOR, CATERPILLAR 
ENGINE 3304, WITH RESIDENTIAL MUEFLER, JACKET WATER HEATER, 
CIRCUIT BREAKER, AUTOMATIC TRANSFER SWITCH, SAFETY SHUTOEFS, 
EXERCISER CONTROL PANEL, BATTERIES, BATTERY RACK, BATTERY 
CHARGER, 50 GALLON DAY TANK AND TRANSFER PUMP, EXPORT PACKED 
PER SPECIFICATION 3304T, PROPOSAL E3834A, ITEM 2. 

2. REQUEST DELIVERY SOONEST. CONTACT U.S. DESPATCH AGENT, 

ROOM 403, U.S. CUSTOMS HOUSE, GAY AND LOMBARD STREETS, 
BALTIMORE, MARYLAND 21202, WHEN ORDER READY EOR SHIPMENT. 

3. DOLLARS 13,285 OBLIGATED TO PAY EOR GENERATOR ONCE IN HAND 
OF U.S. DESPATCH AGENT AND UPON RECEIPT OP YOUR INVOICE. 

4. PURCHASE ORDER AND SHIPPING INSTRUCTIONS BEING MAILED TODAY. 
DEAN 


UNCLASSIFIED 
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